RESPONSIBILITY  FOR  DEATH,

of, lie was convinced that an operation was necessary. Of
course, if it could be shown that, in conducting the operation.,
there was gross negligence, as for instance, owing to an
artery not having been tied up, the patient died from loss
of blood,, 01% as in a case quoted by Casper, where a portion
of the bowel was cut off in mistake for the umbilical cord,
and death ensued, it would be necessary to hold that the
operation was the cause of death, and not the original
injury. On this point, see Illustrative Cases, Nos. XYI to
XVIII; p. 51.